Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Message Text 


UNCLASSIFIED 

PAGE 01 BUDAPE 04122 101337Z 
53 

ACTION EUR- 12 

INFO OCT-01 ISO-OO EB-07 EURE-00 /020 W 

076913 

P R 101237Z DEC 76 
FM AMEMBASSY BUDAPEST 
TO USDOC WASHDC PRIORITY 
INFO SECSTATE WASHDC 7502 
AMEMBASSY PRAGUE 
AMEMBASSY VIENNA 
AMEMBASSY WARSAW 

UNCLAS BUDAPEST 4122 

EO 11652: N/A 
TAGS: BEXP HU 

SUBJECT: MEDICAL EQUIPMENT TSS 
REF: BUDAPEST 4046 

1 . IN LATEST DISCUSSION WITH MTESZ, MAGYARS INDICATED THAT 
THEY MAY HAVE A SECOND SMALLER SEMINAR ROOM AVAILABLE FOR TSS 
USE ON FEBRUARY 16, THUS PERMITTING TWO-DAY FORMAL PROGRAM, 

IF REQUIRED. 

2. WE WILL NATURALLY DISCUSS DETAILS WITH ADVANCE MAN 
ANDERSON ON HIS ARRIVAL BUDAPEST. 

MUDD 
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Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
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Disposition History: n/a 
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Disposition Remarks: 

Document Number: 1976BUDAPE04122 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760456-0783 
From: BUDAPEST 
Handling Restrictions: n/a 
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ISecure: 1 

Legacy Key: Iink1976/newtext/t1 9761 251 /aaaabrxr.tel 

Line Count: 41 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 
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Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 76 BUDAPEST 4046 
Review Action: RELEASED, APPROVED 
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Review Content Flags: 

Review Date: 04 JUN 2004 
Review Event: 
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Review Transfer Date: 
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Subject: MEDICAL EQUIPMENT TSS 
TAGS: BEXP, HU 
To: COM 
Type: TE 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 



